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Message Text 

UNCLASSIFIED 

PAGE 01 AUCKLA 00416 210545Z 
ACTION OC-06 

INFO OCT-01 CCO-OO ISO-OO /007 W 

003819 212343Z/70 

R 210200Z JUL 78 
FM AMCONSUL AUCKLAND 
TO SECSTATE WASHDC 1047 
INFO AMEMBASSY MANILA 
AMEMBASSY WELLINGTON 

UNCLAS AUCKLAND 0416 

MANILA FOR RCO 

39 11652: N/A 
TAGS: AFOP, ASEC, NZ 

REF A. DEPTS A-3628 OF 25 JULY 1977 

B. MANILA 15952 77 

C. WELLINGTON 04613 77 

FOLLOWING ARE CONSULATE GENERAL'S ANSWERS TO REFAIR A. 

QUESTIONS 3.A THROUGH M AND 4 AND 5. 

3. A. NO, VOLTAGE AND PHASE ADJUSTMENT REQUIRED 

B. YES 

C. SEE A. 

D. ONLY AS STATED IN A. 

E. YES. NO 

F. POST HAS NO EMERGENCY POWER SYSTEM 

G. IN WORKSPACE AT REAR OF OFFICE 

H. YES 

I. SUCH MATERIAL NOT USED OFTEN AT THIS SMALL POST 

J. U.S. OFFICERS FOR ANY RESTRICTED MATERIAL 

K. YES 

L. HAVE EXPERIENCE ONLY WITH CUMMINS MODEL 48. 

M. IS NOISY WHEN USED, ALSO MUST BE FED SLOWLY. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 AUCKLA 00416 210545Z 


4. SHRED SIZE 1/32" X 3/8" VERIFIED. 

5. NOT HAVING OPERATED OTHER SHREDDERS, WE ASSUMED THIS 
ONE WOULD OPERATE FASTER AND TAKE A GREATER VOLUME OF 
MATERIAL. HOWEVER, THIS MACHINE IS DEEMED QUITE 
ADEQUATE FOR THE PRESENT NEEDS OF THIS OFFICE. 
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WILLIAMS 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: Z 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 jul 1978 

Decaption Date: 20 Mar 2014 

Decaption Note: 25 YEAR REVIEW 

Disposition Action: n/a 

Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978AUCKLA00416 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: n/a 

Expiration: 

Film Number: D780301-0112 
Format: TEL 
From: AUCKLAND 
Handling Restrictions: 

Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780735/aaaabdlp.tel 

Line Count: 63 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 3afb146f-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION OC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: ONLY 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: ONLY 

Reference: 78 STATE A-3628, 78 MANILA 15952, 78 WELLINGTON 4613 

Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 1 8 apr 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1931781 
Secure: OPEN 

Status: <DBA CHANGED> VJT 20041027 
Subject: EMERGENCY POWER SYSTEM 
TAGS: AFOP, ASEC, NZ 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/3afb146f-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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